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Message Text 



UNCLASSIFIED 

PAGE 01 ANKARA 05422 I4II46Z 
44 

ACTION EUR- 1 2 

INFO OCT-OI NEA-IO ISO-00 EB-07 ( ISO ) W 

045743 

R 14I054Z JUL 75 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 9938 
AMEMBASSY BEIRUT 
AMEMBASSY BRUSSELS 
INFO AMCONSUL ISTANBUL 

UNCLAS ANKARA 5422 

BEIRUT EOR RTDC 

E.O. 1 1652: NA 
TAGS: BTIO 

SUBJ: EOREIGN GOVT TENDER: EQUIPMENT FOR SEYITOMER THERMAL 
POWER PLANT - THIRD UNIT 

1. 489/0I/TOOO8 

2. 071475 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N 

6 A. WRITE TO - 
6B. - 

6 C. TEK - SANTRALLAR DAIRESI BASKANLIGI 
NECATIBEY CADDESI 
IHLAMUR SOKAK MARO HAN - KAT 7 
YENISHEHIR, ANKARA, TURKEY 
(TURKISH ELECTRICIT AUTHORITY) 

7. I8I.6/20. 3-I8I4/I/I546-4805/26480 

8. 082675 - 2:00 P.M. LOCAL TIME. 

9. 201 

10. TURKISH ELECTRICITY AUTHORITY (TEK) WILL PURCHASE FOLLOWING 
EQUIPMENT IN CONNECTION WITH SEYITOMER THERMAL POWER PLANT 
THIRD UNIT 150 MW: 

3563189 - VALUE NOT KNOWN. TWO COMPRESSORS EACH 2100 - 2200 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 05422 14II46Z 

NM3/H CAPACITY FOR BOILER SOOT BLOWING. 
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3532162 - VALUE NOT KNOWN. ONE AIR DRYER 600 MN3/H CAPACITY. 

3532167-VALUE NOT KNOWN . TWO OIL SEPARATORS EACH 2000-2500 LITER 
/H CAPACITY. 

35893ZXX - VALUE NOT KNOWN. THREE INDUSTRIAL CLEANERS EACH 60 
LITERS DUST COLLECTING BUCKET CAPACITY. 

3531491 - VALUE NOT KNOWN. ONE OVERHEAD CRANE - 8 TONS 
NET LIFTING CAPACITY EOR COMPRESSOR HOUSE. 

11. BIDDING SPECIEICATIONS MAY BE OBTAINED EROM THE BUYER 
DIRECTLY OR THROUGH TURKISH REP EOR $145 EACH COPY. 

BERGUS 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ANKARA05422 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750242-0747 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750757/aaaabyow.tel 

Line Count: 72 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 MAR 2003 by ThomasVJ>; APPROVED <22 MAR 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVT TENDER: EQUIPMENT FOR SEYITOMER THERMAL POWER PLANT - THIRD UNIT 
TAGS: BTIO 
To: COM 
Type: TE 
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